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ACT 64 OF 1947 ACTS AND JOINT RESOLUTIONS
Ah Act To Provide For Uniform Regulations In This State For Safety
In The Design, Construction, Location, Installation And Operation Of
Equipment For Storing, Handling, Transporting And Utilizing Liquefied
Petroleum Gases Used For Fuel Purposes And For The Odorization Of
Gases Used Therewith; To Provide For The Marking Of Liquefied Petrol-
eum Gas Containers And To Regulate The Refilling And Use Of Such
Containers; To Provide For The Insurance Commissioner Of This State
To Make, Promulgate And Enforce Rules And Regulations Relative
Thereto; To Prohibit The Adoption Or Enforcement By Any Municipality
Or Other Political Subdivision Of Any Ordinance Or Regulation In Con-
flict With The Provisions Thereof, Or With The Regulations Promul-
gated Under Section 2 Thereof, And To Provide Penalties For The Vio-
lations Of The Provisions Thereof.
RULING
(Filed Secretary of State's office October 8, 1949.)
it is required that all Liquefied Petroleum Gas Accidents of any type be
reported to the Insurance Commissioner of the State of South Carolina
within seventy-two (72) hours after occurrence.
ACT 247 OF 1947 ACTS AND JOINT RESOLUTIONS
An Act To Require The Licensing, Inspection And Regulation Of Hos-
pitals And Related Institutions As Herein Defined; To Create A Hospital
Licensing Council And Prescribe Its Composition And Power; To Provide
For Regulations, Enforcement Procedures And Penalties; And To Make
Appropriations For Administration And Enforcement, For The Develop-
ment And Administration Of A Hospital Construction Program Which
Will, In Conjunction With Existing Facilities, Afford Hospitals Adequate
To Serve All People Of The State; And Appropriating Money, Establish-
ing Methods Of Administration And Control, Providing For Compliance
With The Requirements Of The Federal Hospital Construction Act And
Regulations Thereunder, Authorizing The Acceptance And Expenditures
Of Federal Funds In Accordance With Such Requirements.
STANDARDS FOR GENERAL HOSPITALS, SPECIALIZED
HOSPITALS AND OTHER INSTITUTIONS
The Executive Committee of the State Board of Health on May 16, 1950,
adopted and promulgated under authority of Section 3, Item 8, of Act
#247, of 1947, as amended by Act #287, of 1947, and further amended
by Act #719, of 1948, and further amended by the Fourth Free Con-
ference Report, of The General Appropriation Bill, approved by the
Governor, June 3, 1950, by provisions of Section 41, the following Rules
and Regulations governing the licensing and inspection and regulations of
hospitals, and related institutions as defined.
(Filed in Secretary of State's office this the 5th day of June, 1950.)
INTRODUCTORY TO STANDARDS
Part One of these Regulations applies to all hospitals and homes covered
by the Act of the General Assembly of the State of South Carolina re-
quiring the licensing, inspection, and regulation of hospitals and related
institutions.


